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ACTION FBO-01 

INFO OCT-01 NEA-09 ISO-OO A-01 OC-06 CCO-OO L-03 /021 W 

000839 

R 240645Z JUN 74 
FM AMCONSUL MADRAS 
TO SECSTATE WASHDC 2617 
INFO AMEMBASSY NEW DELHI 

UNCLAS MADRAS 0769 

E.O. 11652: N/A 
TAGS: ASUP, IN 

SUBJECT: EMERGENCY GENERATORS 

REF: (A) STATE 130847 
(B ) MADRAS 0756 

1. CONTRACT S218-FBO-139 FOR TEN GENERATOR SETS, 7.5 KVA 
AMOUNTING TO RS 261,934.00 AGAINST AUTHORIZED AMOUNT OF 
RS 262,197.00 (US $33,572 AT RS 7.81 PER $1.00) WAS AIRPOUCHED 
TO DELHI ON JUNE 22. 

2. VENDOR STATES THAT INFLATION RATE FOR COMPONENTS POSES 
CONSIDERABLE RISK FOR HIM AND HE WAS RELUCTANT TO SIGN CONTRACT. 
HE ASKED FOR 10 PER CENT ESCALATION CLAUSE TO COVER DOCUMENTED 
INCREASES IN PRICE OF COMPONENTS. CONGEN AGREED TO ASK FOR 
PERMISSION FOR ESCALATION CLAUSE BUT DID NOT IMPLY THAT DECISION 
WOULD BE FAVORABLE. 

3. DEPARTMENT APPROVAL REQUESTED FOR ESCALATION CLAUSE WHICH 
WOULD NOT EXCEED 10 PERCENT (US DOLS 3,400.00) AND WOULD APPLY 
ONLY TO DOCUMENTED PRICE INCREASES OF COMPONENT PARTS. 

EAVES 


UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MADRAS00769 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 65-0227 
From: MADRAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740620/aaaaaqqo.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: (A) STATE 130847 
Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 JUL 2002 by phillir0>; APPROVED <14 JAN 2003 by elyme> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY GENERATORS 
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To: STATE 
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